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Supplement  To 
AIR  RAIDS  ' 
FIRE  SERVICE  PLAN 
Applying  to  the  Following  Buildings: 


Main  Capitol  Building 


Museum  Building 


Liquor  Control  Building 


North  Office  Building 


South  Office  Building 


Educational  Building 


Finance  Building 


Temporary  Buildings 
1-2-3-4-5 

Publications  Building 


AIR  RAID  PRECAUTIONS  AND  EVACUATJON 


A  cardinal  principle  to  remember  and  apply  is  KEEP  COOL  when  an  air  raid 
warning  sounds.  Be  prepared  for  such  emergency.  Act  and  move  quickly  when  required 
but    DO  NOT  RUSH  OR  BECOME  PANICKY. 

Air  raids,  should  they  occur,  will  likely  be  over  in  a  short  time  but  do 
not  relax  your  vigilance  and  precautions  until  the  "all  clear"  is  sounded.  Follow 
the  advice  and  instructions  of  the  Wardens  who  are  assigned  to  your  building,  and 
cooperate  with  them  in  rendering  such  assistance  as  they  may  request.  These  men  will 
have  suitable  mark  of  identification. 

Air  raids  would  most  likely  result  in  the  dropping  of  incendiary  bombs  or 
explosive  bombs,  or  both.  If  incendiaries  are  used,  it  is  important  to  deal  with 
them  to  prevent  total  destruction  of  buildings.  An  effective  plan  has  been  set  up 
to  treat  with  that  hazard.  Certain  protective  measures  have  been  designed  also  to 
minimize  explosion  reactions,  and  your  cooperation  is  important  in  that  phase. 

Elxperience  has  shown  in  England  that  casualties  occurring  to  the  civilian 
population  fall  tc  a  very  small  number  when  people  learn  to  take  cover  and  do  not 
expose  themselves  in  the  open  during  raids.  Therefore,  unless  conditions  should 
arise  that  would  make  it  impracticable  or  unsafe  to  remain  indoors,  do  not  leave 
the  building  in  which  you  are  employed  until  notified  by  the  Wardens  to  vacate,  or 
as  otherwise  set  forth  herein.    Then  go  to  the  nearest  adjacent  building  for  shelter. 

By  reason  of  construction  or  other  lack  of  protection,  all  employes  in 
Temporary  Buildings  1,  2,  3^  4  and  5  will,  upon  air  raid  warning,  immediately  vacate 
these  buildings  under  a  prearranged  plan  and  transfer  to  the  North  Office  Building, 
the  South  Office  Building  or  the  Main  Capitol  Building,  there  to  be  distributed  in 
a  manner  so  as  to  avoid  any  mass  assembly. 

By  reason  of  extensive  skylight  covering,  the  employes  on  the  Fifth  Floor 
of  the  Main  Capitol  Building  will  vacate  that  entire  area,  and  proceed  to  the  various 
sub-floors  of  the  said  building  belor  the  third  floor. 

--i-. — ^1  /  V  Any  section  of  a  building  which  is  roofed  or  protected  only  by  skylight 
f^C35^^  pmSYLVAlJIA  STATE  LIBRABT 

DOCUMENTS  SECTION 


Digitized  by  the  Internet  Archive 

in  2015 


https://archive.org/details/supplennenttoairrOOstat 


-  2  - 

should  be  vacated  in  that  particular  area  in  an  emergency,  and  employes  located  in 
such  portion  should  move  "to  a  better  protected  area  on  that  floor  or  elsewhere  in 
the  building. 

Any  floor  above  the  second  f]oor  of  any  building  under  this  plan,  from 
which  there  are  not  at  least  two  permanent  and  independent  means  of  egress  or  exits, 
should  be  vacated  and  the  employes  proceed  to  the  nearest  sub-floor  of  said  building 
which  would  provide  suitable  egress  facilities  should  the  emergency  require  the  va- 
cating of  the  building. 

All  employes  should  familiarize  themselves  promptly  with  the  various  means 
of  exits  available  to  them  to  leave  the  building,  bearing  in  mind  that  while  the 
elevators  may  be  considered  as  an  auxiliary  means  of  egress,  they  are  not  to  be  con- 
strued as  a  permanent  exit.  Your  Building  Zone  Captain,  the  Floor  Sector  Supervisor 
or  the  Wardens  assigned  to  your  building  will  be  glad  to  give  you  proper  information 
on  this  subject o 

The  persons  who  have  volunteered  to  participate  in  this  defense  plan,  and 
are  assigned  specific  posts,  shall  be  expect'sd  to  remain  at  such  posts  and  perform 
the  duties  required,  unless  it  becomes  clearly  evident  that  their  safety  would  be 
endangered  by  remaining.  Workers  should  in  advance  determine  the  various  exits  they 
would  use  depending  upon  conditions  developing. 

Should  employes  be  in  the  building  during  an  air  raid  alarm  at  night,  they 
shall  immediately  turn  out  the  lights  in  the  room  in  which  they  are  working,  unless 
the  windows  and  other  outside  opening  have  been  specially  treated  to  prevent  rays  of 
light  becoming  visible  from  the  outside. 

Inside  halls  and  corridors  are  safer  than  rooms  with  windows  but  mass  as- 
sembly Is  not  encouraged  in  these  places  or  elsewhere.  Glass  sections  in  doors  must 
be  regarded  in  the  same  sense  as  windows.  People  in  a  room  or  office  should  sit  on 
the  floor  against  a  wall  between  windows  or  elsevifhere  in  the  room  where  they  would 
not  be  in  direct  line  with  bomb  splinters  through  the  windows  or  from  flying  glass. 
Windows  can  in  many  instances  be  protected  to  some  degree  by  placing  some  barrier 
such  as  chairs,  light  tables,  and  other  office  furniture  on  the  window  sill  or  other- 
wise in  front  of  the  window.  Care  should  be  taken  not  to  sit  or  stand  directly  be- 
neath any  chandelier  or  other  heavy  ceiling  or  overhead  appliance. 

Personal  telephone  calls  shall  not  be  made  during  an  air  raid  alarm  period. 
The  telephones  should  be  kept  open  for  those  entrusted  to  carry  out  this  protective 
plan. 
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